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Covid-19 Telephone/ https://health.uk.gov.in/pages/display/140-novel- 
Mobile Directory corona-virus-guidelines-and-advisory- 








Sample Collection Centers https://covid19.uk.gov.in/map/sccLocation.aspx 
Availability of Beds https://covid19.uk.gov.in/bedssummary.aspx 

| Covid-19 Vaccination Sites |__ www.cowin.gov.in 

g Report https://covid19.uk.gov.in/ 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 

















Free Consultation from 
Ksanjeevani 


https://play.google.com/store/apps/details ?id=in.hied.e 


sanjeevaniopd&hl=en US 
Or call: 9412080703, 9412080622, 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 


Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directory/Home_Isolation_booklet.pdf 
Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
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Standard Operating Procedure for https://health.uk.gov.in/pages/view/146-tocilizumab- 
issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 


Daily Bulletin https://health.uk.gov.in/pages/display/140-novel- 
corona-virus-guidelines-and-advisory- ae - 


Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 
Registration 


Joining hands in supporting https://health.uk.gov.in/pages/view/149-support- 
Uttarakhand in its fight against uttarakhands-covid-19-efforts 
COVID-19 


Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 


Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 


Please call on Toll free No. 112, Landline No. 0135-2656202 and Mobile: 9412029536 


Or 
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Date: 22-06-2021 Health Bulletin Time: 6:30 PM 
1) Positive Today: 171 WA Recovered Today: 221 
4 Death Today: 08 4 Active Cases: 2896 
S*"Y Sample Positivity: 6.35% R% _ Recovery Percentage: 95.35% 
I. Total cumulative Positive COVID-19 detected: 338978 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 323225 (95.35%) 
oF Total Number (%) of COVID-19 patients migrated out of state: 5805 (1.71%) 
4. Total Number (%) of COVID-19 Deaths: 7052 = (2.08%) 
>. Number of samples found negative for COVID-19 today: 23663 
6. Total number of samples sent for COVID-19 testing today: 24987 
iF Total number of cumulative samples found negative: 4999699 
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Detailed Status of Sample Tested 


; Negative aus Positive 

Negative ; Positive : 

: Cumulative | . Cumulative 
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16297 182 269 702 
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Details of Patients Treated & Cured 


DISTRICT NAME 
ALMORA 
BAGESHWAR 
CHAMOLI 
CHAMPAWAT 
DEHRADUN 
HARIDWAR 


SNAINTAL tc 
| PAURIGARHWAL 
| TEHRIGARHWAL 


Tot 





Take care of 
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. i me the age of 10) 


[ahobe the age of 60) - 
Those with co-morbid CSVID-19 
conditio n Uttarakhand State Control Room 
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Hospital Wise Death 


Cumulative No. of 
AIIMS Rishikesh, Dehradun 
Govt.Doon Medical College, Dehradun 
Dehradun 
Shri Mahant Indiresh Hospital, Dehradun 
Synergy Hospital Dehradun, Dehradun 
Nantel 963 Dr. Susheela Tiwari Govt. Hospital Haldwani, Nainital 





Joining hands in supporting Uttarakhand 
in its fight against COVID-19 


Mla fae sis Se EP rIM.. 


C@VID-19 


Utter 
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Organizations/ Civil Societies/ NGOs/ Individuals interested in 
supporting Government of Uttarakhand in their fight against COVID- 
19 can register on the link given below: 
https://health.uk.gov.in/pages/view/149-support-uttarakhands-covid-19-efforts 
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Mucormycosis Cases and Deaths - Uttarakhand as on 22.06.2021 


Hospital Name 





Cases Discharge 


Udham Singh | JLN District Hospital, 


1 
Nagar Rudrapur 


ts) 2 


{ 


ss 


City Heart Hospital 

AIIMS Rishikesh 

Max Hospital 

Doon Medical College 

Sri Mahant Indresh 
Dehradun Hospital 

HIHT Joly Grant 

Aarogyadham Hospital 

ONGC Hospital 

Synergy Hospital 

Military Hospital 

Dehradun 


Krishna Hospital, 
Haldwani 
Dr. Susheela Tiwari 


ss 


Govt. Hospital, 
Haldwani 


‘Uttarkashi District Hospital 





, 
4 
2 
1 
3 
13 
1 
1 
5 
1 


Military Hospital 
Roorkee 

Aarogyam Hospital, 
Roorkee 


Total 92% 
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* Other state 5 Cases *** Other state | Death 
* Other state 217 Cases ** Other state 33 Deaths 


For any queries regarding Mucormycosis, please call on Toll Free Number 104 


11 


Uttarakhand State Control Room C@VID-19 (<3 
Integrated Disease Surveillance Programme Ne 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 





HIG PY bar / ARP 
dela Wet Te 
Moar A sla aT 
HPA Weare A 
aaedIel Tae @t 
ued é.. 















C®VID-19 (oy = OE (OF after e! 


Uttarakhand State Control Room 


Details of State Control Room 
E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 
Toll free No: 104/01352609500 





@® Whatsapp No. 9412080544 


Details of District Control Rooms 
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cosmos ——_-Dietorate of Meal Health & Fan Welfare itarakhan, Dehradun 
COVID-19 Vaccination 
2274 June 2021 
® Sessions Held Today : 896 
*® Number of Beneficiaries Vaccinated Today : 123225 
*® Number of Beneficiaries Partially Vaccinated: 3047768 
*® Number of Beneficiaries Fully Vaccinated: 741621 
*® Total 18-44 years beneficiaries Partially Vaccinated: 870864 
*® Total 18-44 years beneficiaries Fully Vaccinated: 31711 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
Partially Vaccinated 
>45 Partially >45 Fully yaccinated more than Partially Fully Partially Fully 
Last 24 hrs Vaccinated Vaccinated (more than 18 to <45 Vaccinated Vaccinated Vaccinated Vaccinated 
(1st Dose (Both Dose 18 to <45 years (Both (1st Dose (Both Dose (1st Dose (Both Dose 
Coverage) Coverage) years) Dose Coverage) Coverage) Coverage) Coverage) 


Coverage) 


Amora | _4152_| 198864 | 37.911 | 99,561 | 2003 | 1 | 5,947 | 4836 | 67 
2 
Chamoti | 4,557 | 93422 | s0382 | s9sa4 | 1503 | 0 | 3,986 | 3,704 | 5 
31 
Dehradun 67 
jHariawar | 27,259 | 280934 | 52,348 | 129,594 | 3.602 | 18 | 17,376 | 12,388 | 39 | 48,772 | 30,393 
Nainital | 14,716 | 180583 | 54219 | 85,380 | 4533 | 12 | 14,045 | 10,068 | 91 | 19,668 | 6,488 
Pau | 5,151_| 142012 | 37,270 | 47,195 | 1843 | 8 | 7,801 | 6312 | 13 | 6943 | 3,994 
[Pithoragarh | 4513 | a5672 | 20,245 | 43.541 | 1889 | 0 | 4050 | 3,390 | 7 | 210 | 5,091 
Fudreprayag | 3,361 | 55318 | 16492 | 45,763 | 1402 | 0 | 2429 | 1962 | 2 | 2657 | 1,352 _ 
Teri | 6,260 | 114844 | 33383 | 45,581 | 1399 | 2 | 6170 | 5,334 | 6 | 4890 | 3,091 
|USNagar | 22,050 | 202446 | 47,482 | 107,220 | 3.011 | 28 | 12,246 | 8,313 | 126 | 33,660 | 8,413 
jUtarkashi | 3,167 | 7e4o8_| 38496 | 41,121 | 1672 | 2 | 3439 | 3,086 | 1 | 4958 | 3,352 
| Total | 122,567 | 1873891 | 526,568 | 870,864 | 31,711 | 201 | 118,732 | 90,686 | 457 | 184,281 | 92,656 
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Date: 22-06-2021 District-wise Hotspots/ Containment Zones 


Number Of Active Containment Zone 
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Avoid crowded places 
for your own safety 
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avoid close contact 
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: | District . es : ; 
1O- Nee Total Detail of District-Wise Hotspots/ Containment Zones 


1- Gram Sherpurbela (26-05-2021)\ 
: Roorkee (03 
: H Roorkee (03) 
aw ae 1- Gram NasirpurAfzalpur Pargana, Mangalore (02-06-2021) 
2- Gram Dhanori (03-06-2021) 
3- Gram Shikarpur Pargana Mangalore (12-06-2021) 


1- Gram Palethi 1- Gram Dhati 
2- Gram Kunadi 2- Gram Sabha Devgadi 
Gram Arota 3- Gram Jakhand 
I 4- Gram Bhagwan 
3 Tehri 17 1- Gram SandhanaKot 5- Gram Maletha 
2- Gram DobhNauli 6- Gram Nandi 
3- Gram Jagdhar 7- Gram Pandula 
4- Gram Kolakandi 8- Gram Muthadgaon 
9- Gram Dharkot 
10- Gram Panchayat Badola, Gram Urman 


Didihat (01 
| Pithorgarh) 01 — [|-Almiyagaon (09-06-2021) 
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SOCIAL DISTANCING 


is for your own Safety 


